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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 150421 
ORIGIN COME-OO 

INFO OCT-01 ARA-14 ISO-OO EB-08 /023 R 


DRAFTED BY COM/BED/OED/MEPD/JLPHILBRICK:DMW 
APPROVED BY EB/OCA/CM/JJREILLY 
COM/BED/OED/MEPD/LENGLESON 
OM/BED/OED/MEPD/SMCONGER.DIRECTOR 
COM/BED/OIM/RMUENZER (INFO) 

RA/ECPAVSK K 

048151 141223Z/50 

R 140127Z JUN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY LA PAZ 


UNCLAS STATE 150421 


E.O. 11652: N/A 


TAGS: BENC, BL 

SUBJECT :MAJOR PROJECT: MILITARY HOSPITAL 


REF: (A) LA PAZ 2635; (B) STATE 137665 

1 . AMERICAN HOSPITAL SUPPLY CALLED MAJOR EXPORT PROJECTS 
DIVISION, USDOC AGAIN TO DISCUSS ITS INTEREST IN SUBJECT 
PROJECT. FIRM WISHES TO INFORM EMBASSY THAT IT WILL HAVE 
A REPRESENTATIVE IN CHILE IN LATE JULY AND COULD EASILY 
INCLUDE A VISIT WITH DR. TORREZ IF HE IS INTERESTED. IF 
WOULD PROBABLY BE A GOOD IDEA TO HAVE HAD SOME CORRE- 
SPONDENCE ON EXACTLY WHAT DR. TORREZ ENVISIONS AS HIS 


NEEDS ON THIS PROJECT BEFORE THE VISIT TAKES PLACE. 
ACCORDINGLY. REQUEST EMBASSY DO WHATEVER POSSIBLE TO LEARN 
FROM DR. TORREZ STATUS OF HIS PLANNING. ALSO DID HE 
EVER RECEIVE LETTER FROM AMERICAN HOSPITAL SUPPLY? 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 STATE 150421 

EMBASSY COULD PERHAPS DELIVER COPY WHICH MEPD SENT BY 
POUCH. EMBASSY REPORT ON ITS PROGRESS MUCH APPRECIATED. 
CHRISTOPHER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 50421 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DMW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780248-0418 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780660/aaaabzjt.tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 8d663289-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 LA PAZ 2635, 78 STATE 137665 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2355509 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: MILITARY HOSPITAL 
TAGS: BENC, BL 
To: LA PAZ 
Type: TE 
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